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QUICK RELEASE 
RBELL CLAMP 


When doing exercj||^, »^rity ® Job one. Whether you are a professional athlete or an amateur, You want 
your weightlifting a^ivitie^^b^^Kafe and comfortable as possible. However, there are some situations that the 
movement you ^ ffl^^ar i^l^gling and wobbling all over the place. To prevent those misfortunes from taking 
place, it is r^ceslwy t^BRire the heavy plates to your barbell before you lift. Unlike traditional spring clips need 
to be screw^DS||mallment, our product down tightly on the bar with just a press of the latch. 


Fit all 2” Olympic bars and 
1” size for a daily workout 


Effortlessly remove them 
to swap out weights at will 


One-click lock lever quick 
to install and release 


Multiple color options 



Multiple color options design, which is always a right for you 

Use colors you love, a good mood goes with you throughout the 
day 

Prevent your bars from breaking or warping 

Allow you to lift as hard and heavy as you like 

No annoying plate movement and uneven weight distribution 























